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SUBJECT: ARCE EELLOWSHIP PROGRAM 
REP: CAIRO 4175 (1973 NOTAL) 

1 . JOHN DORMAN, DIRECTOR ARCE CAIRO, AND MUHSIN MAHDI, 
DIRECTOR OF MIDDLE EAST STUTDIES AT HARVARD AND MEMBER OP 
ARCE BOARD OF GOVERNORS MET GOREIGN MINISTER FAHMY ON 
JANUARY 29 TO DISCUSS ARCE. 

2. DORMAN REPORTS MEETING WAS CONDUCTED IN CORDIAL, 

FRIENDLY AND RELAXED ATMOSPHERE. FAHMY ASSURED DORMAN 
NEXT YEAR’S ARCE RESEARCH FELLOWS WOULD BE APPROVED 
WITHOUT DIFPICULTY. 

3. WHEN DORMAN REPORTED ARCE AGREEMENT WAS MOVING THROUGH 
GOE BUREAUCRATICE CHANNELS BUT STILL NEEDED CLEARANCES 
FROM SECURITY AND LEGAL OFFICES, FAHMY PHONED DIRECTOR 

OF MFA'S CULTURAL AFFAIRS OFFICE AND INSTRUCTED HIM TO 
EXPEDITE FINALIZATION OF AGREEMENT. 

EILTS 


LIMITED OFFICIAL USE 


NNN 


Deciassified/Reieased US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: RESEARCH & DEVELOPMENT AGREEMENTS, NEGOTIATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 30 JAN 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRH 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974CAIRO00479 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: CAIRO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 7/aaaaafnv.tel 
Line Count: 48 
Locator: TEXT ON-LINE 
Office: ACTION CU 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: CAIRO 4175 (1973 NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13-Aug-2002 by rowelle0>; APPROVED <04-Sep-2002 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ARCE FELLOWSHIP PROGRAM 
TAGS: SCUL, EG, ARCE 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



